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Jarabak, J. P. Use of the Foley catheter in sup- 
porting zygomatic fractures 39 Jan. 

Jaws: See also Maxillofacial injuries 

Giammusso, A. P. and Johnson, W. B. Manage- 
ment of a subcondylar fracture: report of case 
67 Jan. 
Hamilton, J. M. and Hardy, S. B. Use of the Webb 
bolt as a space-maintaining appliance in defects 
of the mandible 78 Nov. Abstract 
Robinson, Marsh. Intelligent consent for treating 
subcondylar fractures in children 46 May 
Thoma, K. H. Treatment of jaw fractures, past 
and present 30 Sept. 

FRANK, V. H. Paresthesia: evaluation of 16 cases 
27 Nov. 

FREEMAN, BROMLEY. Sialography in children 89 
July Abstract 

FUNK, E. C. anp BURCH, R. J.: See Burch, R. J. 
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GALAGAN, D. J. Look around the corner—what is 
ahead in hospital care 8 May 
GARCELON, G. G. Salivary gland tumors 78 Nov. 
Abstract 
GENERAL ANESTHETICS 
See Anesthesia and anesthetics, general 
GERARD, 2. W. Mirror to physiology: a self-survey 
of physiological science (Book rev.) 69 Nov. 
GERIATRICS 
See also Ill and aged, Dentistry for 
GERODONTOLOGY 
See Geriatrics; See also Ill and aged, Dentistry for 
GERRY, R. G. anp COLBY, R. A.: See Colby, R. A. 
GIAMMUSSO, A. P. anp JOHNSON, W. B. Correction 
of a prognathic mandible: report of case 70 
May; Management of a subcondylar fracture: 
report of case 67 Jan. 
GILCHRIST, R. K. anp McANDREW, J. R. Surgical 
Parotitis 86 May Abstract 
GINGIVITIS 
Carnes, J. C. Chronic desquamative gingivitis: 
report of case 69 July 


GLANDULAR DISTURBANCES 
See Endocrine glands and hormones 

GLANZ, S. Treatment of traumatic facial injuries 
85 Mar. Abstract 

GODBY, F.; BHASKAR, S. N. anp BERNIER, J. L.: 
See Bhaskar, S. N. 

GOLDMAN, H. M.; SCHLUGER, SAUL; COHEN, D. 
W.; CHAIKIN, BERNARD anp FOX, LEWIS. 
Introduction to periodontia (Book rev.) 93 Sept. 

GOLDMAN, L. B. There is an answer to cancer (Book 
rev.) 4 May 

GOODSELL, J. O. History of the origins and progress 
of the Journal of Oral Surgery 3 Sept. 

GRAFTS 
See also Oral surgery—graft and flap operation; 
Implants 

Bone: See Bone—grafts 

GRANULOMAS AND GRANULOMATOUS AREAS 
Curetting periapical lesions 80 Mar. 

GREELY, P. W. ann CURTIN, J. W. Papillary cysta- 
denoma lymphomatosum (Warthin’s tumor) 91 
Mar. Abstract 

GREEN, H. G. Mandibular protrusion: report of cases 
71 Jan. 

GROSSMAN, L. I. (Edited by) Handbook of dental 
practice (Book rev.) 85 July 
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HABERMAN, SOL. Disinfection, antibiosis and sterili- 
zation in modern dentistry 33 Nov. 

HALL, R. M. Surgical removal of impacted teeth 
using air turbine unit 3 May 

HAMILTON, J. M. ann HARDY, S. B. Use of the 
Webb bolt as a space-maintaining appliance in 
defects of the mandible 78 Nov. Abstract 

HANSEN, L. S. Diagnosis of oral keratotic lesions 
60 Jan. 

HARDY, S. B. ann HAMILTON, J. M.: See Hamilton, 
J. M. 

HARELIP 
See Cleft palate and cleft lip 

HAYWARD, J. R. Malignant giant cell tumor of the 
mandible: report of case 75 July 

HEART FAILURE DURING ANESTHESIA 
See Anesthesia—accidents during 

HEMOPHILIA 
Wishart, C., et al. Dental extractions in haemo- 
philia 86 Mar. Abstract 

HEMORRHAGE 

CONTROL 

Rasi, H. B. Minimizing postoperative ecchymosis 
79 Nov. Abstract 

HENNY, F. A. Century of progress (Ed.) 91 Sept.; 
Dental care planning in hospitals 18 Nov.; Den- 
tal internship (Ed.) 63 Nov.; Hospital dental 
service (Ed.) 79 Mar.; Journal of Oral Surgery 
assumes a new and more comprehensive title 
(Ed.) 86 Jan.; Present and future problems in 
oral surgery 66 Sept.; The other side of the coin 
(Ed.) 80 July 
AND McCLELLAND, W. D., JR. Methods of fixa- 
tion in mandibular bone grafts 34 May 

HEPATITIS 
Trieger, N., et al. Significance of liver dysfunction 
in mouth cancer 78 Nov. Abstract 

HERPES 
Jarabak, J. P. Herpes zoster of the mandibular 
division of the trigeminal nerve: report of case 
57 May 

HISTOLOGIC STUDIES—TEETH AND TISSUES 
Bell, W. H. Histologic study of heterogenous bone 
implants in human beings: preliminary report 
3 Mar. 
Kerr, D. A. Epithelial neoplasms of the salivary 
glands: their histology and their behavior 1 July 
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HOCHSTRASSER, A. E. anp BROADBENT, T. R.: 
See Broadbent, T. R. 

HOEK, R. B.; COSTICH, E. R. anp AVERY, J. K. 
Terminology in the field of tooth plantation 46 
July 

HOLLAND, M. R. anp CHAUDRY, A. P. Mixed tumor 
of the palate: report of case 58 May 

HOLMES, E. M. ann KAZANJIAN, V. H.: See Kazan- 
jian, V. H. 

HOSPITAL INTERNSHIPS FOR DENTISTS 
See Internships and residencies, dental 

HOSPITALS 
Quinn, E. L. Hospital staphylococcus (Ed.) 78 
May 

DENTAL SERVICE: See also Institutional dental serv- 
ice; Internships and residencies, dental 
Allison, M. L. Organization of the hospital dental 
service in a large teaching hospital 47 Mar 
Archambault, G. F. Hospital pharmacy-hospital 
dentistry relationships 22 Mar. 
Cadmus, R. R. Hospital staff and interprofessional 
relations 37 Mar. 
Duncan, R. H. Dental service in the small hospi- 
tal 51 Mar. 
Galagan, D. J. Look around the corner—what is 
ahead in hospital care 8 May 
Henny, F. A. Dental care planning in hospitals 
18 Nov.; Hospital dental service (Ed.) 79 Mar. 
Hospitalization of dental patients 80 May 
Kleinman, H. Z. Dental care of hospitalized men- 
tal patients 48 July 
Tanchester, David. Organization and scope of 
dentistry in hospitals 27 Mar. 

GROUP INSURANCE: See Insurance—hospital 

HOWLAND, WILLIAM, et al. Effects of cyclopropane 
plus hypercarbia on blood clotting 74 Nov. Ab- 
stract 

HOYNE, R. M.; THOMPSON, E. C. anp WILKINSON, 
H. W. Tetanus complicated by impacted dentures: 
report of case 58 July 

HUBBELL, A. O. 

AND McVEIGH, J. B.: See McVeigh, J. B. 
AnD WAGNER, W. A.: See Wagner, W. A. 

HUEBSCH, R. F. Use of freeze-dried bone for treat- 
ment of nonunion after surgical correction of 
mandibular prognathism 44 Jan. 
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IVY, R. H. ann EBY, J. D. Thirty-nine and thirty- 
eight year follow-up of mandibular bone grafts 
in three cases 81 Nov. Abstract 

ILL AND AGED, DENTISTRY FOR 
Crowley, R. E. Dental findings in neuropsychiatric 
patients 73 Sept. 

IMPACTED TEETH 
See Teeth—impacted; See also Extraction—im- 
pacted teeth 

IMPLANTATION 
Hoek, R. B., et al. Terminology in the field of 
tooth plantation 46 July 
Myers, J. I. and Flanagan, Viola. Long-range 
postoperative evaluation of transplanted hamster 
second molars 22 July 

NATURAL TEETH 
Replantation of evulsed teeth 82 July 
Technic of replantation of the cuspid 89 Jan. 

IMPLANTS 
See also Grafts 
Dresser, W. J. and Clark, H. B., Jr. Study of 
tissue response to polyvinyl resin sponge implants 
in the jaws of dogs 3 Nov. 

Lane, S. L., et al. Vitallium implant for transected 
portion of the mandible 90 May Abstract 

INFECTION 
Quinn, E. L. Hospital staphylococcus (Ed.) 78 
May 

PerIaPIcaAL: See Periapical infection 
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INSTITUTIONAL DENTAL SERVICE 
See also Hospitals—dental service 
Crowley, R. E. Dental findings in neuropsychia- 
tric patients 73 Sept. 
INSTRUMENTS AND APPLIANCES 
See also Oral surgery—instruments 
Care: See also Sterilization and asepsis 
INSURANCE 
HOSPITAL 
Uhler, I. V. How Blue Shield has affected my 
practice 52 July 
INTERNSHIPS AND RESIDENCIES, penTAL 
See also Hospitals—dental service 
Fauber, J. E. Specialty boards in dentistry and 
educational programs in hospitals 33 Mar. 
Henny, F. A. Dental internship (Ed.) 63 Nov. 
INTRAVENOUS ANESTHESIA 
See Anesthesia and anesthetics—general, intra- 
venous 
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JARABAK, J. P. Herpes zoster of the mandibular 
division of the trigeminal nerve: report of case 
57 May 
Use of the Foley catheter in supporting zygomatic 
fractures 39 Jan. 

JAWS 

Fractures: See Fractures—jaws 

JOHNSON, W. B. anv GIAMMUSSO, A. P.: See Giam- 
musso, A. P. 

JOURNAL OF ORAL SURGERY, ANESTHESIA AND 
HOSPITAL DENTAL SERVICE 
Goodsell, J. O. History of the origins and progress 
of the Journal of Oral Surgery 3 Sept. 
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KAZANJIAN, V. H. anp HOLMES, E. M. Surgical 
treatment of edentulous prognathic patients 77 
Nov. Abstract 

KEATS, ARTHUR anp PAPADOPOULOS, C. N.: See 
Papadopoulos, C. N. 

KEFFLER, R. A., et al. Carcinoma arising in the 
minor salivary gland ducts of the lower lip 75 
Nov. Abstract 

KEIM, W. F. Management of recurrent mixed tumors 
of the major salivary glands 87 May Abstract 

KTEHN, C. L., et al. Repair of parotid fistulas 88 May 
Abstract 

KILNER, T. P. Management of the patient with cleft 
lip and/or palate 85 Mar. Abstract 

KINSEY, D. L., et al. Study of metastatic carcinoma 
of the neck 89 Mar. Abstract 

KLEINMAN, H. Z. Dental care of hospitalized mental 
patients 48 July 

KONIGER, ERNST. Aus der Geschichte der Heilkunde 
(From the history of the healing arts) (Book 
rev.) 68 Nov. 

KOWAL, ROLAND anp BORKENHAGEN, ROBERT: 
See Borkenhagen, Robert 

KRESBERG, HAROLD anv DOUGLAS, B. L.: See 
Douglas, B. L. 
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LANE, S. L. Branchiogenic cyst carcinoma 89 May 
Abstract 
anp SCHWARZ, ALFRED. Infantile hemangioen- 
dothelioma of the parotid gland 88 May Ab- 
stract 

LANE, S. L., et al. Vitallium implant for transected 
portion of the mandible 90 May Abstract 
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LANGER, ERICH. Histopathologie der Tumoren der 
Kiefer und der Mundhoehle. (Histopathology of 
the tumors occurring in the areas of the jaws 
and the oral cavity) (Book rev.) 88 July 

LESIONS 

CAUSED BY DENTURES: See Dentures—lesions caused 
by 
Or moutH: See Mouth—lesions; See also Lip—lesions 

LESNEY, T. A. anp TRAEGER, K. A. Cervicofacial 
actinomycosis: a postextraction complication 51 
Jan. 

LEUCH, OTTO anv EGLI, H. (Edited by) Schwei- 
zerisches medizinisches Jahrbuch (Swiss medical 
yearbook 1959) (Book rev.) 72 Nov. 

LEWIS, MILES anv QUINN, J. H.: See Quinn, J. H. 

LICENSURE 

SPECIALISTS 
Fauber, J. E. Specialty boards in dentistry and 
educational programs in hospitals 33 Mar. 

LIP 

Cuert: See Cleft palate and cleft lip 

LESIONS 
Keffler, R. A., et al. Carcinoma arising in the 
minor salivary gland ducts of the lower lip 75 
Nov. Abstract 
Wigand, F. T. Simultaneous carcinoma of upper 
and lower lip: report of case 78 Jan. 

LOCAL ANESTHETICS 
See Anesthesia and anesthetics, local 

LOCKJAW 
See Tetanus 

LOSCALZO, L. J. anp AMES, M. I. Oral carcinoma: 
some clinical diagnostic problems with early le- 
sions 40 May 

LOVETT, ETHELBERT. Approach to ethics (Book 
rev.) 69 Nov. 
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MacFEE, W. F. Carcinoma of the floor of the mouth: 
clinical observations in surgical treatment 76 
Nov. Abstract 

MACROGLOSSIA 
See Tongue 

MAISEL, BERNARD, et al. Carbon-black carcinoma 
of Stensen’s duct 74 Nov. Abstract 

MALIGNANT TUMORS 
See Tumors; See also Cancer 

MALKIN, MORTON: WEINSTEIN, ISADORE anp 
SHERMAN, PINCUS. Posttraumatic cervical pain 
syndrome: report of case 72 July 

MALPRACTICE 
Robinson, Marsh. Intelligent consent for treating 
subcondylar fractures in children 46 May 

MANDARINO, M. P. anno SALVATORE, J. E.: See 
Salvatore, J. E. 

MANDEL, LOUIS; BAURMASH, HAROLD anp FAG- 
GELLA, FRANCIS. Mucous cysts: report of case 
61 Mar. 

MANDIBLE AND MAXILLA 

Diseases: See also Necrosis 
Bhaskar, S. N., et al. Aneurysmal bone cyst and 
other giant cell lesions of the jaws. Report of 
104 cases 30 July 

Fractures: See Fractures—jaws; See also Maxillo- 
facial injuries 

RESECTION 
Giammusso, A. P. anp Johnson, W. B. Correction 
of a prognathic mandible: report of case 70 May 
Green, H. G. Mandibular protrusion: report of 
cases 71 Jan. 
Huebsch, R. F. Use of freeze-dried bone for treat- 
ment of nonunion after surgical correction of 
mandibular prognathism 44 Jan. 
Kazanjian, V. H. and Holmes, E. M. Surgical 
treatment of edentulous prognathic patients 77 
Nov. Abstract 


MARTI-IBANEZ, FELIX. Men, molds, and _ history 
(Book rev.) 88 July 

MATERIA MEDICA AND THERAPEUTICS 
See also Antibiotics 

MAXILLA 
See Mandible and maxilla; See also Maxillofacial 
injuries 

MAXILLARY SINUS 
See Sinuses of face 

MAXILLOFACIAL INJURIES 
See also Fractures—jaws 
Crowe, W. W. Treatment of zygomatic fracture- 
dislocations 27 Jan. 
Glanz, S. Treatment of traumatic facial injuries 
85 Mar. Abstract 

MAYER, D. M. anp SWANKER, W. A. Anomalies of 
infants and children (Book rev.) 87 July 

McANDREW, J. R. anp GILCHRIST, R. K.: See 
Gilchrist, R. K. 

McCLELLAND, W. D., JR. ann HENNY, F. A.: See 
Henny, F. A. 

McVEIGH, J. B. anp HUBBELL, A. O. Succinyl- 
choline chloride in oral surgery practice 30 May 

MEDICINE 

RELATION TO DENTISTRY 

Douglas, B. L. Importance of cooperation be- 
tween medicine and dentistry in the field of 
anesthesiology (Ed.) 64 Nov. 
Henny, F. A. The other side of the coin (Ed.) 
80 July 

MENTAL HEALTH 
Crowley, R. E. Dental findings in neuropsychiatric 
patients 73 Sept. 

MENTAL PATIENTS 
Kleinman, H. Z. Dental care of hospitalized men- 
tal patients 48 July 

METABOLISM 
Papadopoulos, C. N. and Keats, Arthur. Metabolic 
acidosis of hyperventilation produced by con- 
trolled respiration 80 Nov. Abstract 

METASTASIS 
See Cancer—metastasis 

METHOCARBAMOL: See Muscle relaxants 

MEYER, IRVING. Osteoradionecrosis of the jaws 
(Book rev.) 86 July 

MICROGLOSSIA 
See Tongue 

MIDDLETON, R. A. anp COOKSEY, D. E.: See 
Cooksey, D. E. 

MONTGOMERY, G. L. Pathology for students of 
dentistry (Book rev.) 83 May 

MOUTH 

LESIONS 

Hansen, L. S. Diagnosis of oral keratotic lesions 
60 Jan. 

MUSCLE RELAXANTS 
McVeigh, J. B. and Hubbell, A. O. Succinylcholine 
chloride in oral surgery practice 30 May 
Methocarbamol (Robaxin) is an effective non- 
toxic medication for the relief of muscle spasm 
81 May 

MYERS, J. I. anno FLANAGAN, VIOLA. Long-range 
postoperative evaluation of transplanted hamster 
second molars 22 July 
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NECROSIS 
See also Bone—diseases 
Borkenhagen, Robert and Kowal, Roland. Necro- 
tizing states of the maxilla 89 May Abstract 
NEOPLASMS 
See Tumors 
NERVES 
Broadbent, T. R. and Hochstrasser, A. E. Section 
of the neurovascular bundle: its effect on palatal 
bulk 79 Nov. Abstract 











INDEX 


NEURALGIA 
TRIGEMINAL; TRIFACIAL; TIC DOULOUREUX 

Jarabak, J. P. Herpes zoster of the mandibular 
division of the trigeminal nerve: report of case 
57 May 

NEVUS 
Scofield, H. H. Blue (Jadassohn-Tieche) nevus: a 
previously unreported intraoral lesion 4 Jan. 

NEWBOLD, GEORGE anp AMBROSE, GORDON: See 
Ambrose, Gordon 

NITROUS OXIDE 
See Anesthesia and anesthetics, general—nitrous 
oxide; See also Analgesia—nitrous oxide 

NOEPPEL, O. Pharmacologie et pharmacotherapie 
dentaire. (Pharmacology and dental pharmaco- 
therapy) 87 July 

NOMENCLATURE 
Terminology changes of the head and neck 92 
Sept. 

DENTAL 

Hoek, R. B., et al. Terminology in the field of 
tooth plantation 46 July 

NUNN, D. B. anp PARKER, E. F. Albamycin in the 
treatment of surgical infections 89 Mar. Ab- 
stract 

NUTRITION 
See Diet and nutrition 
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ORAL SURGERY 

Cooksey, D. E. and Middleton, R. A. Management 
of oral surgical problems complicated by maxil- 
lary sinus involvement 14 Jan. 
Henny, F. A. Present and future problems in oral 
surgery 66 Sept. 
Oringer, M. J. Removal of submaxillary gland 
sialoliths by intraoral incision with electrosection 
17 May 
Removal of sequestrums 67 Nov. 

GRAFT AND FLAP OPERATION 
Mandibular lingual flap 80 Mar. 

HISTORY 
Cameron, J. R. Development of the specialty of 
oral surgery in the past century 14 Sept. 
Henny, F. A. Century of progress (Ed.) 91 Sept. 

INSTRUMENTS 
Bell, W. E. Armamentarium for surgery in office 
practice 52 Nov. 

RELATION TO PROSTHETICS: See Dentures—surgical 
preparation for 

ORINGER, M. J. Removal of submaxillary gland 

sialoliths by intraoral incision with electrosection 
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OSSEOUS DYSPLASIA 
See Dysplasia—osseous 

OSTEOTOMY 
See Mandible and maxilla—resection 

OXYGEN 

THERAPY 

Weyl, Ruth, et al. Clinical evaluation of a new 
ultra-short-acting oxygen barbiturate for intra- 
venous anesthesia 90 July Abstract 
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PAIN 

ContrRoL: See—prevention and control, listed below 

Dracnosis: See also Neuralgia 
Malkin, Morton, et al. Posttraumatic cervical pain 
syndrome: report of case 72 July 

PREVENTION AND CONTROL 
Control of pain without narcotics 80 Mar. 
Wagner, W. A. and Hubbell, A. O. Pain control 
with a mixture containing dextro propoxyphene 
hydrochloride, a mixture containing codeine 
phosphate and a placebo 14 Nov. 
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PALATE 
Cuert: See Cleft palate and cleft lip 
PALSY 
BELLS 
Droter, J. A. Transitory Bell’s phenomenon after 
mandibular injection: report of case 57 July 
PANAGOPOULOS, A. P. Foreign bodies in maxillo- 
facial surgery 89 July Abstract 
PAPADOPOULOS, C. N. anp KEATS, ARTHUR. Meta- 
bolic acidosis of hyperventilation produced by 
controlled respiration 80 Nov. Abstract 
PARALYSIS, Factar 
See also Palsy—Bells 
PARESTHESIA 
See Extraction—paresthesia following 
Frank, V. H. Paresthesia: evaluation of 16 cases 
27 Nov. 
Paresthesia of lip 66 Nov. 
PARKER, E. F. anp NUNN, D. B.: See Nunn, D. B. 
PAROTITIS 
Gilchrist, R. K. and McAndrew, J. R. Surgical 
parotitis 86 May Abstract 
PEER, L. A., et al. Study of 400 pregnancies with 
birth of cleft palate infants 76 Nov. Abstract 
PENICILLIN 
Possible major changes in the field of antibiotics 
in the not too distant future 84 July 
Topical use of penicillin 83 July 
REACTION TO 
Penicillin substitutes for allergic patients 83 
July 
Spiegel, L. H. Penicillinase treatment of allergic 
penicillin reactions 27 May 
PERIAPICAL INFECTION 
See also Granulomas and granulomatous areas 
Periapical pathosis in teeth which are in direct 
relation to the maxillary sinus need not exclude 
them as candidates for a root resection 84 July 
PERIODICALS 
DENTAL 
Goodsell, J. O. History of the origins and progress 
of the Journal of Oral Surgery 3 Sept. 
Henny, F. A. Journal of Oral Surgery assumes a 
new and more comprehensive title (Ed.) 86 Jan. 
PERZIK, S. L., et al. End results in carcinoma of the 
oral cavity 90 Mar. Abstract 
PETERSON, SHAILER. (Edited by) Clinical dental 
hygiene (Book rev.) 93 Sept. 
PHARMACY 
Archambault, G. F. Hospital pharmacy-hospital 
dentistry relationships 22 Mar. ‘ 
PINS 
See Fractures—jaws 
POSTOPERATIVE COMPLICATIONS AND CARE 
See Extraction—postoperative complications and 
care 
PREMEDICATION 
Brunn, Henry, Jr., et al. Combined use of nar- 
cotics and narcotic antagonists for premedication 
75 Nov. Abstract 
Tranquilizers and premedication for dental pa- 
tients 82 July 
PROGNATHISM 
See Mandible and maxilla—resection 
PROWLER, J. R. anp AZZATO, NICHOLAS. Chondro- 
sarcoma of the mandible: report of case 62 May 
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QUINN, E. L. Hospital staphylococcus (Ed.) 78 May 

QUINN, J. H. anp LEWIS, MILES. Bilateral inverted 
supernumerary central incisors penetrating nasal 
cavity: report of case 61 Nov. 
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RASI, H. B. Minimizing postoperative ecchymosis 
79 Nov. Abstract 
RELATION OF MEDICINE TO DENTISTRY 
See Medicine—relation to dentistry 
REPLANTATION OF TEETH 
See Implantation—natural teeth 
RESECTION OF MANDIBLE AND MAXILLA 
See Mandible and maxilla—resection 
RESIDENCIES, DENTAL 
See Internships and residencies, dental 
RESINS 
Dresser, W. J. and Clark, H. B., Jr. Study of tissue 
response to polyvinyl resin sponge implants in 
the jaws of dogs 3 Nov. 
REVZIN, MARVIN. Anesthesia: history’s answer to 
man’s need 49 Sept. 
ROBAXIN 
See Muscle relaxants 
ROBINSON, MARSH. Intelligent consent for treating 
subcondylar fractures in children 46 May 
ROOTS 
REsEcTIon: See Apicoectomy 
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SALIVARY CALCULUS 
See Calculus—salivary 

SALIVARY GLANDS 

Diseases: See also Parotitis 
Freeman, Bromley. Sialography in children 89 
July Abstract 
Turner, D. D. Virchow’s metamorphosis of the 
salivary glands 91 Mar. Abstract 
Tumors: See Tumors 

SALVATORE, J. E. ann MANDARINO, M. P. Poly- 
urethane polymer, its use in osseous lesions 81 
Nov. Abstract 

SARCOMA 
See also Tumors 
Cragh, Lyle, et al. Osteogenic sarcoma of the jaws 
and facial bones 90 Mar. Abstract 
Prowler, J. R. and Azzato, Nicholas. Chondro- 
sarcoma of the mandible: report of case 62 May 
Stoopack, J. C. Reticulum cell sarcoma of the 
mandible: report of case 73 Mar. 
Van Gaasbeek, J. B., et al. Fibromycochondro- 
sarcoma of the mandible 89 May Abstract 
Vassar, P. S. Chondrosarcoma of the tongue 85 
Mar. Abstract 

SCHLUGER, SAUL; COHEN, D. W.; CHAIKIN, BER- 
NARD; FOX, LEWIS anp GOLDMAN, H. M.: 
See Goldman, H. M. 

SCHNEIDER, PAUL. Postoperative edema and its re- 
duction by trypsin 49 May 

SCHWARZ, ALFRED anp LANE, STANLEY: See 
Lane, Stanley 

SCOFIELD, H. H. Blue (Jadassohn-Tieche) nevus: a 
previously unreported intraoral lesion 4 Jan. 

SEDATIVES 
See also Premedication 

SERLING, J. M. anp TEBO, H. G.: See Tebo, H. G. 

SHAFER, W. G. ann STANDISH, S. M.: See Standish, 
s.M 


SHARMA, K. D. ann SHRIVASTAV, J. B. Ectopic 
mixed salivary gland tumors of lips 86 May 
Abstract 

SHEDD, D. P., et al. Survey of tongue cancer over 
a fifteen year period in a general hospital 87 
Mar. Abstract 

SHERMAN, PINCUS; WEINSTEIN, ISADORE anp 
MALKIN, MORTON: See Malkin, Morton 

SHRIVASTAV, J. B. anp SHARMA, K. D.: See 
SHARMA, K. D. 

SIALOGRAPHY 
See Salivary glands—diseases 


SINUSES OF FACE 
Cooksey, D. E. and Middleton, R. A. Management 
of oral surgical problems complicated by maxil- 
lary sinus involvement 14 Jan. 
Periapical pathosis in teeth which are in direct 
relation to the maxillary sinus need not exclude 
them as candidates for a root resection 84 July 

SMALL, I. A. anp BLOOM, H. J. Hemangiopericytoma 
of the sublingual fossa: report of a case 65 July 

SMITH, D. C. Growth and the ameloblastoma: report 
of case 75 May 

SPECIALISTS 

EDUCATION, DENTAL: See Education, dental—special- 
ists 
LicENsuRE: See Licensure—specialists 

SPIEGEL, L. H. Penicillinase treatment of allergic 
penicillin reactions 27 May 

STAFNE, C. Oral roentgenographic diagnosis 
(Book rev.) 84 Mar. 

STAINLESS STEEL AND CHROME ALLOYS 
Lane, S. L., et al. Vitallium implant for transected 
portion of the mandible 90 May Abstract 

STANDISH, S. M. anp SHAFER, W. G. Mucus reten- 
tion phenomenon 15 July 

STAPLES, W. R. Ossifying fibroma of the mandible: 
report of case 68 Mar. 

STERILIZATION AND ASEPSIS 
Haberman, Sol. Disinfection, antibiosis and steri- 
lization in modern dentistry 33 Nov. 
Taylor, R. W. Asepsis in minor oral surgical pro- 
cedures: a re-evaluation (Ed.) 87 Jan. 
Walker, R. V. Sterilization of anesthetic cartridges 
in office practice 48 Nov. 
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